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LOCAL AND TEMPORARY LAws-1960
(R1084, S737)              No. 1106
An Act To Authorize The Closing Of A Portion Of The 500
Block Of Laurel Street In The City Of Orangeburg.
Whereas, a portion of the land on both sides of the 500 block of
Laurel Street in the City of Orangeburg is devoted solely to the
use of the Orangeburg Regional Hospital; and
Whereas, the closing of that portion of Laurel Street would
facilitate the operations of the Orangeburg Regional Hospital. Now,
therefore,
Be it enacted by the General Assembly of the State of South Carolina:
SECTION 1. City of Orangeburg-portion of Laurel Street
closed.-That portion of the 500 block of Laurel Street in the City
of Orangeburg beginning at a point one hundred nine and four-tenths
feet east of Summers Avenue and continuing for a distance of two
hundred fifty feet to a point seventy-five feet west of Holly Street
is closed permanently to all traffic, vehicular or otherwise.
SECTION 2. Title to property vested in county.-The fee simple
title to that portion of Laurel Street described in Section 1 of this act
is hereby vested in Orangeburg County.
SECTION 3. Repeal.-All acts or parts of acts inconsistent here-
with are repealed.
SECTION 4. Time effective.-This act shall take effect upon ap-
proval by the Governor.
Approved the 6th day of June, 1960.
(R672, H2263)              No. 1107
An Act To Further Amend Act No. 1163 Of 1958, As Amended,
Relating To Easley-Central Water District In Pickens County,
So As To Redefine The Boundaries Of Such District, And Con-
firm The Right Of Such Easley-Central Water District To Issue
Bonds Pursuant To The Election Heretofore Held In Such Dis-
trict.
Be it enacted by the General Assembly of the State of South Carolina:


